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Unfortunately the full names of the authors were written 
incorrectly under the title of the online-published article. 
The correct names in full are Huijun Wu, Zengwei Yuan, 
Ling Zhang and Jun Bi. 


The online version of the original article can be found at http://dx.doi. 
org/10.1007/sll367-011-0342-2. 
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